Note or footnote in new chpater, "T^e Army r rotected...." where ^olce refers to all noses 
of bullet fired into wrists being deformed or where I refer to the Commission's not having 
published any picture of the 10 of 10 that were so deformed or any other place you 
consider appropriate* 0\t4 i f'U'f 


In his excellent book, Presumed Guilty (Fairleigh-Dickinson University Press, 


) Howard Hoffman published a Commission photograph 


-with 


of four test bullets all otodttxaita^mx^eriousljr deformed. The Commission's identification 

of this photograph reads? " 6.5 MM Kanlicher-Caraanno Bullets Recovered after being 
Eired -lFageJ4ll 

rored Through Distal Ends of Radii of Cadaver Wrists. M /Roff man's caption notes that 
this photograph was withheld from research for eight years. It was actually classified! 
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There was no^ ground for any such classification any grade. Because this photograph 
did not qualify for classification the only reason, it was classified! clearly was to 
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be able to deny access to its refutation of the entire "eport nd the entire Official 

"solution' 1 to the crime until long after there was any major attention to the controversy 

^ever -the. fteport.lt as not disclosed to Roffman until long after the fiasco of J ira garrison's 

■ \ ^ 

Hard! ^ras "solution" to the JFK assassination, his trial of Clay fihaw having ended with 

a ""not guilty" verdict reached by the jury in less than an hour, chilled interest in the 


assassination and 


d ±±x cri iiSii 


ism of the Report. As Roddma Roffman also noted (Page 140) 

i 

the one of these four bullets in classifadf photograph of^ithe-^our that was least 


deforimed appears to be the only one of those 10 wrist te3t-fired bullets that was 
entered into the Commission's record ^pp ars to be ite^Exhhbit 856. 
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?Iiis also is the only reason Dolce was not called as a Commission witness. 


Can't find Howard's book. Chip gave me xerfox of these two pages yesterday 




